FORT TICONDEROGA MUSEUM, FORT TICONDEROGA, 


One of a pair of French cannon, dated 
1704; Flag Bastion and Cambridge Flag. The 
Cambridge flag was the American flag used 
by the Army during the Revolution — the 
British Jack and thirteen stripes. 
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